Legend had it that the ghost of a dentist haunted the clock tower, forever trapped within its walls. 
The story went that the dentist had been struggling with depression and, in a moment of 
desperation, had hung himself from one of the rafters in the tower. His ghost was said to roam 
the tower's corridors, wailing in despair and causing the clock to chime at odd hours. 

But the rumors didn't end there. Some said that another dentist had met a tragic end in the tower, 
having succumbed to gas poisoning from a faulty gas line. The details of his death were 
shrouded in mystery, but his ghost was said to be just as restless as the first. 

Despite the eerie tales surrounding the clock tower, many people still flocked to see it. Tourists 
and locals alike would gather in the square to marvel at the tower's grandeur and speculate about 
the ghosts that haunted it. 

But one day, a group of curious teenagers decided to explore the tower for themselves. Armed 
with flashlights and nerves of steel, they crept up the winding staircase that led to the top of the 
tower. As they climbed higher, the air grew colder and the creaking of the stairs echoed through 
the tower. 

Finally, they reached the top, where they found the source of the clock's strange chimes. The 
clock mechanism was old and rusted, and one of the gears had come loose, causing the clock to 
chime at random intervals. 

As they were inspecting the clock, they heard a faint whisper from the shadows. Startled, they 
shone their flashlights towards the sound, only to see the ghostly figure of a dentist materialize 
before them. The ghostly figure let out a haunting scream, causing the teens to flee down the 
stairs and out of the tower. 

From that day on, the Nelson Clock Tower was avoided by most, with the exception of the 
bravest of souls who sought to unravel the mystery of the tower's dark past. The ghosts of the 
dentists continued to haunt the tower, their presence felt by all who passed by. And as the clock 
tower stood tall and proud, its secrets remained hidden in the shadows, waiting to be uncovered 
by those brave enough to venture inside. 


